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1889 July 14, 1916 

No. 21. Water for washing. — Water and soap for hand washing-shall be provided, 
but no common towel shall be used in any public school in the State. Paper towels 
are recommended, but pupils may be permitted to use their own private towels. 

No. 22. Drinking water. — Boards of education or other school officers in charge shall 
see that their schools are provided with, or have access to, an abundant supply of 
pure drinking water. Buckets and all other open water receptacles are forbidden, 
and also the use of the common drinking cup. Sanitary drinking fountains or indi- 
vidual drinking cups shall be used exclusively in all schools. Where it is necessary 
to use a water receptacle, a closed jar, tank, or cooler with faucet shall be provided, 
which shall be kept clean and which shall have its contents renewed at least every 
morning. 

No. 23. Sweeping of rooms. — No classroom shall be swept except after all school 
exercises for the given day have been concluded, and no floor of a schoolroom shall 
be swept without first having been covered with damp sawdust or other suitable 
preparation for this purpose. All sweepings or waste shall be removed from each 
schoolroom daily. The seats, desks, and other furniture shall be wiped down with an 
oiled or paraffined cloth every day after the dust has settled, and the woodwork or 
finishing of every schoolroom and of every hallway or corridor shall be wiped down 
in the same way at least once a week. 

No. 24. Sanitation of school buildings and grounds. — The public health council shall, 
whenever it deems necessary or advisable, cause an investigation of the sanitary 
condition of any schoolhouse, building, or ground used for school purposes. If they 
shall find that such schoolhouse, building, or ground is in any respect a menace, or 
likely to become a menace, to the health or physical welfare of the pupils or teachers, 
they shall call the attention of the local board of health to the fact; and if, after a 
reasonable length of time the complaint has not been attended to in a satisfactory way, 
they shall either order such changes as in their judgment will make the building and 
grounds safe and sanitary for school purposes, or condemn the same and forbid their 
further use. 

It shall be the duty of the school board of the district forthwith on notification to 
make the changes ordered, and the cost of the same shall be a charge upon the district. 

Churches, Theaters, and Buildings Used for Public Meetings — Cleaning and Venti- 
lation — Spittoons. (Reg. Public Health Council, Jan. 25, 1916.) 

No. 9. Churches and public halls. — Any church, hall, theater, or other building used 
for public meetings shall be kept at all times in a clean and sanitary condition. Every 
such building shall be provided with means for maintaining proper ventilation while 
in use. 

No. 10. Cleaning and ventilation. — All buildings used for public meetings shall be 
cleaned after each meeting held in them, such cleaning to consist of thorough.sweeping 
of floors and wiping of woodwork, together with the opening of all windows and doors 
to permit the entrance of fresh air, unless the particular ventilating system in use 
renders this unnecessary. No such building or room shall be swept without first 
sprinkling the floor with water or throwing on it damp sawdust or other absorbent 
material to prevent dust. Woodwork shall be wiped down with an oiled or paraffined 
cloth, and dry dusting with feathers or dry cloth shall not be practiced. In construing 
this rule, all meetings held during the course of a single day will be regarded as one 
meeting. 

No. 11. Cuspidors. — An ample number of spittoons or cuspidors shall be furnished, 
which shall contain sufficient water to stand one-half inch deep on the bottom. They 
shall be emptied, washed, and disinfected with an approved disinfectant after each 
day's use. 



